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Emergency Litter 
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Packaging 
Instructions 
and Oecal Placement 


0350-616-011 
Apply label 02729-4 as per drawing below. 
Tape box securely. 
Put cardboard on bottom of box. 
Wrap stretcher in bubble wrap. 
Insert stretcher 
in box & place hardware kit on top. Wrap patient stop in bubble wrap and place at the end of the stretcher. 
Insert paperwork and add more bubble wrap on top to prevent any movement. 
Close box and tape. 
Apply label 02729-3 as per instructions in OSI 014. 
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